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Description of Dead Drop Mumbtr 1 


Address and L ocatloa: 

koacow. comer of Pwead Khndoahestveaaoge T«atn cad 
naUdaaka>i ulltsa. The dead drop is located la the main 
entrance (foyer) of Hm sober 2, located oa Iftu hlrtaaka ya ulltsa — 
between the store Number 19 Id/uao" and the stare “Zhaaskaya 
obuvV 

The mala eat ranee is opea 24 hoars a day. The entrance is not 
guarded, there is no elevator. 

la the entrance (foyer)-to the left /apoa entering thereia/a dial 

Mo* io - OsQAlitA thi dill 9nla ^KAoa 

/to the right as one foes Into the entrance hall/ Is a steam heat 
radiator, painted in ell paint in a dark green color. This 
radiator is supported by a single metal book, fastened into the 
Tnrill /if m itsMi *hi ruliMit. thm wt«til hook 

will be to the right, at the level of oae*o hand hanging from the 
arm,/ 

Between the wall, to which the book is attached, and foe 
radiator there is a apace of two-foree c en t im e te r#. 

For foe dead drop, it is proposed to use foe hook and foe apace 
/open apace/ between foe wall and the radiator. 

Method of Using 
foe Dead Drop : 

It ie necessary to place and camouflage any written material, 
for example, in a match box, then, tho box ehould he wrapped 
with ooft wire /of a green color/, and foe end ef the wire bent 
hook> shaped, which will permit the email box to hang from the 
hook (or bracket) ef foe radiator between the wall and foe 
radiator. 

The location of foe dead drop is oa foe unlighted right-hand 
comer ef foe entrance hall. la the entrance haU it is coavenient 
to make a call on the foal telephone and it is very simple and 
easy to hang some type of small object oa foe Indicated hook. 

The site for placing the signal indicating that material has 
been placed in foe drop, ie located at a five minutes' ride from 
foe dead drop/or a fifteea minutes'walk/. Thus the time that 
the mat erial ie in foe dead drop can be held to a minimum. 

I will await foe signal Indicating placing of foe material in 
foe dead drop after 12.00 and after 21.00 each day , beginning 
with 15.8.60. 
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